From: 

Sent: 

To: 


Nassif, Julianne (DPH) 

Tuesday, December 09, 2008 3:16 PM 
O'Brien, Elisabeth (DPH) 


Do you have Ellen Selin's email address? 


NCissL-f 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 


julianne. nassif@state.ma. us 
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